To:  Hillenbrand,  John[Hillenbrand. John@epa.gov];  Keener,  Bill[Keener.Bill@epa.gov];  Higuchi, 

Dean[Higuchi. Dean@epa.gov];  Russo,  RebeccafRusso. Rebecca@epa.gov];  Dunkelman, 
Tom[Dunkelman. Tom@epa.gov];  Robberson,  Bill[Robberson. Bill@epa.gov];  Manzaniila, 
Enrique[Manzanilla. Enrique@epa.gov];  Teniey,  Clancy[Tenley. Clancy@epa.gov];  Yogi, 

David[Yogi. David@epa.gov];  Alien,  HarryL[Allen. HarryL@epa.gov];  Guria,  Peter[Guria. Peter@epa.gov]; 
Kao,  Jessica[Kao. Jessica@epa.gov];  Harris-Bishop,  RustyfHarris-Bishop. Rusty@epa.gov] 

From:  Maier,  Brent 

Sent:  Fri  8/14/2015  3:02:03  PM 

Subject:  Associated  Press  Article  on  Gold  King  Mine  and  Quotes  Region  IX’s  John  Hillenbrand  and 

References  Iron  Mountain  Mine 


The  linked  article  below  by  Associated  Press  quotes  Region  IX’s  John  Hillenbrand  and 
references  Iron  Mountain  Mine. 

EPA  releases  surface-water  test  results  showing  a significant  spike  in  heavy  metals 
following  the  Gold  King  Mine  spill  in  Colorado.  AP;  http://strib.mn/1PntvnK 

Brent  Maier 

Congressional  Liaison 

U.S.  Environmental  Protection  Agency,  Region  IX 
75  Hawthorne  St.  (OPA-3) 

San  Francisco,  CA  94105 
Ph:  415.947.4256 
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